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Toolk for Professionals 
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■ Siding Installation 

Featuring ^ 

■ Seam Rollers 

■ Shears and Knives * 
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steel Seam Rollers 




MR02110 
2" X 6" 








Polished Steel Rollers 

With 5" Wood Handles 


DOUBLE FORKS 


Model No. 

Product Description 

Weight (lbs.) 

MR02020 

1-1/2" dia. X 1-1/2" wide, double forks 

0.906 

MR02030 

1-1/2" dia. X 2" wide, double forks 

1.094 

MR02040 

2" dia. X 2" wide, double forks 

1.813 

MR02050 

2" dia. X 2-1/2" wide, double forks 

2.156 

MR02080 

2" dia. X 3" wide, double forks 

2.680 

MR02100 

2" dia. X 4" wide, double forks 

3.440 

MR02110 

2" dia. X 6" wide, double forks 

4.880 


Polished steel rollers have double forks and enclosed bearings. Slightly 
rounded roller edges prevent accidental cutting of roofing membrane. 


SINGLE FORKS 


Model No. 

Product Description 

Weight (lbs.) 

MR02250 

1-1/2" dia. X 1-1/2" wide, single forks 

0.875 

MR02240 

1-1/2" dia. X 2" wide, single forks 

1.031 

MR02140 

2" dia. X 2" wide, single forks 

1.750 

MR02270 

1-1/2" dia. X 1-1/2" wide, single forks, 
radiused roller edge. 

0.844 

MR02150 

2" dia. X 2" wide, single forks, 
radiused roller edge 

1.688 

MR02260 

1-1/2" dia. X 2" wide, single forks, 
radiused roller edge (see photo on p. 3) 

1.000 


Polished steel rollers have single forks and enclosed bearings. Slightly 
rounded roller edges help prevent accidental damage to roofing mem¬ 
brane. 

Steel rollers are available with a larger outside radius, where extra pres¬ 
sure is required for a seal, or for detailed rolling and sealing around roof 
fixtures. 


Single fork rollers have plated end caps. 
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Polished Steel Rollers 
With Long Handles 


60" FIBERGLASS HANDLES 


Model No. 

Product Description 

Weight (lbs.) 

MR02350 

2" dia. X 2" wide, double forks 

1.800 

MR02360 

2" dia. X 3" wide, double forks 

3.660 

MR02370 

2" dia. X 4" wide, double forks 

4.400 

MR02380 

2" dia. X 6" wide, double forks 

4.500 

MR02400 

60" fiberglass replacement handle 

1.031 


60" WOOD HANDLES 

Model No. 

Product Description 

Weight (lbs.) 

MR02351 

2" dia. X 2" wide, double forks 

1.800 

MR02361 

2" dia. X 3" wide, double forks 

3.740 

MR02372 

2" dia. X 4" wide, double forks 

4.500 

MR02382 

2" dia. X 6" wide, double forks 

5.980 

MR02401 

60" wood replacement handle 

1.200 


The 60" handle allows users to roll out a seam while standing. 
Replaceable handles screw into heavy-duty forks. Replacement 60" 
handles are available in fiberglass or wood. Polished steel rollers have 
enclosed bearings. 
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MR02260 
1-1/2" X 2" 



48" STEEL HANDLES (HEAVY-DUTY FORKS) 

Model No. Product Description 

Weight (lbs.) 

MR02470 3-1/2" dia. x 6" wide, with 48" steel handle 

22.00 


Everhard’s heavy seam roller is recommended for use on the outside 
seam edge to get the best lap bond possible. The roller edges are 
rounded to protect material from damage. It has heavy-duty double forks 
and a 48" steel handle with a 4-1/2" handle grip for comfort and control. 



MR02470 - 3-1/2" x 6" 
48" STEEL HANDLE 
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Silicone Seam Rollers 





With 5” 

Wood Handles 


Model No. 

Product Description 

Weight (lbs.) 

MR05020 

1-5/16" dia. x 1-3/4" wide, single fork 

0.563 

MR05240 

2" dia. X 2" wide, single fork 

0.969 

MR05110 

2" dia. X 4" wide, double forks 

1.781 

Like our steel rollers, our silicone seam rollers have plated single forks, 
enclosed ball bearings, 5" hardwood handles. The silicone roller materi¬ 
al resists the heat of hot air guns used in seaming and sealing. Single 

fork rollers have plated end caps. 



With 60" 

' Handles 


Model No. 

Product Description 

Weight (lbs.) 

MR05120 

2" dia. X 4" wide, double forks, 
fiberglass handle 

2.500 

MR05122 

2" dia. X 4" wide, double forks, 
wood handle 

2.920 


The 60" handle allows users to roll out a seam while standing. 
Replaceable handles screw into double forks. Replacement 60" handles 
are available in fiberglass or wood. Rollers have enclosed bearings. 



MR05022 
1-5/16" X 1-3/4" 




Ergonomic Seam Rollers 
With Cushion-grip Handles 


Model No. 

Product Description Weight (lbs.) 

MR05029 

1-5/16" dia. x 1-3/4" wide, single offset fork, 

5" cushion-grip handle (right-handed version) 

0.563 

MR05022 

1-5/16" dia. x 1-3/4" wide, single offset fork, 

5" cushion-grip handle (Left-handed version 

0.563 


has the offset reversed.) 


MR05028 

1-5/16" dia. x 1-3/4" wide, regular single 
fork, 5" cushion-grip handle 

0.563 


Everhard has produced ergonomic seam rollers using our most popular 
size roller! Two features make our silicone seam rollers ergonomic: (1) 
the cushion-grip handle provides a comfortable grip, especially during 
extended use, and (2) the offset fork - available in either a right- or left- 
handed version - provides more clearance for hands or gloves, saves 
your knuckles when maneuvering around awkward areas, and puts your 
hand and wrist in a better position when working. A standard single fork 
model with cushion-grip handle is also available (MR05028). Like our 
other rollers, the plated steel fork and enclosed ball bearing construction 
adds dependability. Most of our silicone rollers can be made with 10" 
handle, offset fork, and cushion grip. 
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Accessory Tools 


Seam Test Tools 

Model No. 

Product Description 

Weight (lbs.) 

MM21031 

Seam tester, wood handle, 7" 

0.156 

MM21051 

Seam tester, 7" 

0.160 

The MM21031 is 7" in length and has a hardwood handle. The hook 
extends 3-1/4" on a 1/4" diameter tapered steel shaft. The MM21051 
economy model is 7" with the steel shaft formed to create the handle. 

Replacement Silicone Sleeves 


Model No. 

Product Description 

Weight (lbs.) 

DM87590 

Fits 20mm width wheel size 

0.140 

DM87525 

Fits 25mm width wheel size 

0.180 

DM87520 

Fits 40mm width wheel size 

0.280 

DM87600 

Fits 50mm width wheel size 

0.300 


All sleeves fit Leister automatic hot-air machines. Made from silicone 
rubber, sleeves have a 40mm diameter and 10mm thickness. 


SEAM TEST TOOLS 
MM21051 



MM21031 



REPLACEMENT 
SILICONE SLEEVES 




















Specialty Rollers 


MR02900 
2" X 1/8" 


MR12540 
2" X 7/16" 







Corrugated Steel Rollers 

Modei No. Product Description 

Weight (ibs.) 

MR02900 2" dia. x 1/8" wide, double forks 

0.344 

MR02910 2" dia. x 1/4" wide, double forks 

0.469 


A handy tool for all tight places, these rollers handle flashing work with 
ease. Double forks, enclosed bearings, and 5" hardwood handle. Other 
diameter sizes and ergonomic models available. 


Ergonomic Corrugated Rollers 
With Cushion-grip Handles 


Model No. Product Description 


MR02916 


2" dia. X 1/4" wide, offset fork, 5" cushion- 
grip handle 


Weight (lbs.) 


0.580 


MR02918 


2" dia. X 1/4" wide, offset fork, 10" cushion- 
grip handle 


0.820 


‘V” Rollers 


Modei No. 

Product Description 

Weight (ibs.) 

MR12540 

2" dia. X 7/16" wide, nylon, double forks 

0.344 

MR13500 

2" dia. X 7/16" wide, aluminum, double forks 0.380 


This roller design offers you greater ease in seaming tight angles and 
intricate detail work. Hubs taper to a 5/64" rounded edge radius that 
won’t cut membrane material. Double forks, enclosed bearings, 5" hard¬ 
wood handle. 


These corrugated steel rollers are available with ergonomic cushion-grip 
handles - long-lasting and comfortable. Double forks and enclosed 
bearings just like our regular models. 
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Rounded Edge Steel Rollers 

Model No. 

Product Description 

Weight (lbs.) 

MR08500 

2" dia. X 1/16" wide, double forks 

0.344 

MR08530 

2-1/2" dia. x 1/8" wide, double forks 

0.469 

MR08580 

2" dia. X 1/4" wide, double forks 

0.438 


The rounded edge allows for secure detail work and greater flexibility in 
flashing work, without the danger of damaging the membrane. Double 
forks, enclosed bearings, 5" hardwood handle. Other diameter sizes and 
ergonomic models available. 


Detail Rollers 


Model No. 

Product Description 

Weight (lbs.) 

MR02200 

Angled fork roller: 

1" dia. X 1" wide, angled fork 

0.438 

MR02210 

Straight fork tapered roller: 

1-1/8" Ig. dia. x 1" sm. dia. x 1-1/4" wide 

0.469 


Both the size and unique design of these rollers make them ideal for 
use in difficult to reach areas, tight flashing work, and other areas where 
detailed seaming is important. Single fork design and enclosed bear¬ 
ings, with 5" hardwood handles. 


Maple Wood Roller 


Model No. 

Product Description 

Weight (lbs.) 

DH76670 

1-3/8" dia. x 1-7/8" wide, double forks 

0.320 


A real money saver, this economy roller made from maple wood is per¬ 
fect for light-duty jobs. Double forks, 4-1/2" hardwood handle. 


Nylon Cone Detail Roller 


Model No. 

Product Description 

Weight (lbs.) 

MR12860 

1-3/8" dia. x 4-1/8" wide, single fork 

0.560 


The unique design of this nylon cone roller makes it great for tucking 
material into corners and around fixtures, as well as sealing small, tight 
crevices. Nylon cone roller has plated single fork, enclosed bearings, 
and 5" hardwood handle. Replacement cones available. 



MR08580 
2" X 1/4" 



MR02200 
1" X 1" 
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Snips and Shears 





Klenk® Siding Snips 


Model No. Product Description 


Weight (lbs.) 


MA72000 


13" long, 2-1/4" cut, cutting capacity: 
up to 18 ga. CR 


1.380 


MA72010 


10-1/2" long, 1-1/2" cut, cutting 
capacity: up to 18 ga. CR 


0.920 


Heavy-duty, industrial quality snips, specially designed for steel, alu¬ 
minum and vinyl siding work. Long alloy steel blades, heat-treated for 
hardness. Serrated blades draw work into cutting edge, without slip¬ 
ping, for accurate, clean cuts. Longer leverage, spring action handles. 
Fine points for cutting in close to siding locks and rolled edges. 

Klenk® Aviation Snips, 9-1/2" 


Model No. 

Product Description 

Weight (lbs.) 

MA70000 

KJS1 snips, red grips, cuts left 

0.850 

MA70010 

KJS2 snips, green grips, cuts right 

0.860 

MA70020 

KJS3 snips, yellow grips, cuts straight 

0.800 


PVC grip handles make the snips comfortable to grasp, hold, and use 
even in hard-to-reach places. Blades fit easily into tight spots to make 
those critical cuts at difficult angles. A 10-1/2" length and other grip 
options are available. Cutting capacity: up to 18 ga. CR. 


Model No. 

Product Description 

Weight (lbs.) 

DA70000 

Replaceable-blade snips, 12" long, 

3" cut 

1.160 

DA74510 

Replacement blade kit for 12" snips 

0.160 

DA70060 

Replaceable-blade snips, 14" long, 
3-1/2" cut 

1.463 

DA74520 

Replacement blade kit for 14" snips 

0.160 


Aluminum, replaceable-blade snips are strong and lightweight. 
Available in two sizes: 12" length or 14" length, smooth, rounded han¬ 
dle loops for maximum user comfort. Blades are securely fastened 
with screws, not rivets, so blades remain in alignment and are still 
fast and easy to change. Replacement blade kits include all neces¬ 
sary hardware. Cutting capacity: up to 22 ga. CR. 


Tinner’s Shears 


Model No. 

Product Description 

Weight (lbs.) 

DA70010 

KTS7 7" long, 1-3/4" cut, cutting 
capacity: up to 24 ga. CR 

0.610 

DA70020 

KTS10 10" long, 2-1/2" cut, cutting 
capacity: up to 22 ga. CR 

1.110 

DA70030 

KTS12 12" long, 3" cut, cutting 
capacity: up to 20 ga. CR 

1.440 

DA70040 

KTS14 14" long, 3-2/8" cut, cutting 
capacity: up to 18 ga. CR 

1.670 

DA70050 

KTB16 16" long (40.6 cm) 
capacity: up to 16 ga. CR 

3.630 


Straight pattern tinner’s shears, designed to cut straight, as well as 
wide curves to left or right. Drop forged of high carbon steel, induction 
hardened cutting edges. Cushion-grip handle. 
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Straight Trimmers 

Model No. Product Description 

Weight (lbs.) 

DC65040 Straight trimmer, 6" length, 2-3/4" cut 

0.210 

DC65060 Straight trimmer, 8" length, 4" cut 

0.330 



Shortened length makes these shears an excellent choice for detail 
and flashing work and great for cutting rubber membrane. Shears 
are hot-forged, carbon steel, thru-hardened, and double-plated with 
chrome over nickel. Locking pivot. Left-handed model available. 
Other lengths available. 

Bent Trimmers 


Model No. 

Product Description 

Weight (lbs.) 

DC65820 

Bent trimmers, 10" length, 4-3/4" cut 

0.880 

DC65830 

Bent trimmers, 12" length, 6" cut 

1.250 

DC65960 

Bent trimmers, 10" length, 3-1/2" cut 
(left-handed model) 

0.790 


Specially designed with offset (bent) handles to allow blade to hug 
the work surface. Ideal for flush cutting rubber membrane. Shears 
are hot-forged, carbon steel, thru-hardened, and double-plated with 
chrome over nickel. Sureset locking pivot. Left-handed model avail¬ 
able. Other lengths available. 

Shear Sheath 


Model No. 

Product Description 

Weight (lbs.) 

DM52010 

Shear sheath 

0.265 


The DM52010 is an excellent choice to keep your roofing shears 
safe and secure. Fits shears up to 12" long. Heavy-duty, top-grain 
leather with snap fastener on back to hold on belt. Rivet-reinforced 
and stitched construction. 

Klenk® Peel-and-Stick Shear with Sheath 


Model No. Product Description 


DA75560 


Shear with sheath 


Weight (lbs.) 


1.000 


Designed to cut peel-and-stick tapes and other peel-and-stick mate¬ 
rial. Shears are 10" bent trimmers with locking pivot. Sheath is 
included and constructed of reinforced nylon. 
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DC65830 12" 
BENT TRIMMERS 
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ecialty Knives^ 





DH75560 GENERAL 
PURPOSE KNIFE 



DH75660 
ROOFING KNIFE 




Dual Duct/Insulation Knife 


Model No. Product Description 


DA71000 


KDDK dual duct/insulation knife 


Weight (lbs.) 


0.480 


One of our most popular items. The 3mm stainless steel blade has 
one edge serrated, one edge smooth. Cuts duct board, flex-duct, 
and insulation. Wood handle, with thumb guard. 11" overall length. 
Includes reinforced nylon sheath that can hang from a belt. 

Superior to many imitations. 

General Purpose Hook Knife 


Model No. 

Product Description 

Weight (lbs.) 

DH75560 

General purpose hook knife 

0.400 


The DH75560 is a general cutting tool for all professional trades - 
roofing, drywall, floorcovering, etc. Has a serrated blade for saw- 
action cutting on carpet, hose, and rope. This knife features an 
ergonomic, textured grip handle, which provides better grip, 
reduced slipping, and more powerful cutting leverage. Also, finger 
stops on handle give better leverage and added safety, and non- 
rollaway handle is ideal for roofing work. 9-1/4" overall length with 
3-1/4" blade. 


Roofing Hook Knife 


Model No. 

Product Description 

Weight (lbs.) 

DH75660 

Roofing hook knife 

0.300 


The DH75660 roofing knife is ideal for cutting roofing material and 
linoleum flooring. Like the DH75560, this knife features an 
ergonomic, textured grip handle, which provides better grip, 
reduced slipping, and more powerful cutting leverage. Also, finger 
stops on handle give better leverage and added safety, and non- 
rollaway handle is ideal for roofing work. 9" overall length with 
3-1/4" blade. 

Hook Knife Sheath 


Model No. Product Description 


DH76230 


Hook knife sheath 


Weight (lbs.) 


1.600 


The DH76230 sheath is ideal for hook knives. Heavy-duty, top-grain 
leather with snap fastener holds knife securely. Rivet-reinforced and 
stitched construction adds safety. Wear it on your belt - belt slots 
have two positions. 









































DH756gO 

ERGONOMIC 


li^sulation Kni ves 


Standard Insulation Knife 


DH76000 

STANDARD 


MK46020 

ERGONOMIC 


Model No. Product Description_Weight (lbs.) 

DH76000 Standard insulation knife, fixed blade_0.125 

The DH76000 has a sturdy blade double beveled on all three edges, 
mounted permanently in a durable platic handle. Perfect for cutting 
foam-type insulation. Measures 7" overall length; the blade has a 2-3/8" 
cut length. 


Ergonomic Insulation Knives 

Model No. 

Product Description 

Weight (lbs.) 

MK46020 

Ergo insulation knife, replaceable blade 

0.283 

DH75690 

Ergo insulation knife, fixed blade 

0.260 


The soft-grip handle of the MK46020 allows it to fit your hand comfort¬ 
ably, especially over extended use, and includes a thumb bolster for 
safety, lightweight, die-cast alloy construction. The blade is double 
beveled on all three edges. Replacing and adjusting blades is quick and 
easy using slotted screwdriver. Measures 7" overall length; the blade 
has a 2-3/8" cut length. 

The DH75690 is ideal for scoring and cutting roofing insulation board 
and drywall materials. The stiff, permanently-mounted, double beveled 
blade can pry apart asphalt shingles. Ergonomic, textured grip handle 
for better grip, reduced slipping, and more powerful cutting leverage. 
Finger stops on handle for better leverage and added safety. Non-roll- 
away handle is ideal for roofing work. Measures 7" overall length; the 
blade has a 2-3/8" cut length. 


Insulation Knife Sheath 


Model No. 

Product Description 

Weight (lbs.) 

DH75950 

Insulation knife sheath 

0.125 


The DH75950 sheath for insulation knives 5" in length with a 1-3/4" wide 
pocket. Its heavy-duty reinforced construction includes a composition 
pocket liner and belt slots. 
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ngs and Seamers 


O ur tongs are powerful and versatile additions to any tool box. 
Their many uses range from HVACR maintenance to roofing 
installation and repair. They are also used in a variety of 
sheet metal, machine shop, and other applications throughout many 
manufacturing and trade industries. 


Tongs are forged and plated -- and fully guaranteed against defec¬ 
tive material and workmanship. Bending depth marks on tong jaws. 
Regular or offset handle models. Also available with cushion grip 
handles, which offer a softer, more comfortable grip. 9-1/2" overall 
length x 1-1/8" throat depth x 3" jaw width. 


Seamers have compound leverage with spring-action handles and a 
closing latch. Users can see material through slots in jaw. 
Comfortable vinyl handle grips. 9-1/2" overall length x 1-1/4" throat 
depth X 3" jaw width. 


Fairmont Tongs, 9-1/2" with 3" wide jaw 


Model No. Product Description 


MT14000 Fairmont tongs 


Weight (lbs.) 


1.820 


MT 14010 Fairmont tongs, offset 


1.820 


MT14020 Fairmont tongs, with cushion grips 


1.960 


MT14030 Fairmont tongs, offset, with cushion grips 1.960 


Kienk® Seamers, 9-1/2" with 3" wide jaw 
with view slots 


Model No. Product Description 


Weight (lbs.) 


MA74000 KSM3 Klenk seamers 


1.380 


MA74010 KSM03 Klenk seamers, offset (not shown) 1.380 




12 



















rfii 


EYERHRRD 




MT14030 

FAIRMONT TONGS, 
OFFSET WITH 
CUSHION 
GRIPS 


MA74000 Seamer - Close-up of 
view slots 
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UTILITY KNIFE 
DS56000 


n 






UTILITY KNIFE 
DS56020 


UTILITY KNIFE HOLSTER 
DS56030 












n; 








QuickBlade® Utility Knife 



Model No. Product Description 


DS56000 Utility knife, retractable blade 


Quick release knob for quick open and blade change. Positive, 
secure lock. Integrated hinged design means no parts to lose. 
Ergonomic rubber grip. Contractor quality. Uses safer Duratip® 
blade, or any standard blade. 


Steel Track® Snap Knife 


Model No. Product Description 

Weight (lbs.) 

DS56010 Utility knife, retractable snap-off blade 

0.230 

Steel blade track, auto-locking, high visibility color, premium steel 
blades. Uses standard snap blades, and has spare blade compart¬ 
ment. 

Gray Safety Grip® Utiiity Knife 


Model No. Product Description 

Weight (lbs.) 

DS56020 Utility knife, retractable blade 

0.430 


Highest quality die-cast metal. Ergonomic handle. Overlock nose for 
blade stability. Designed to reduce slippage during heavy pressure 
and angle cutting. Uses any standard utility blade. 



utility Knife Holster 


Model No. Product Description 

Weight (lbs.) | 

1 DS56030 Utility knife holster/sheath 

0.160 1 

Rivet reinforced. Fits most utility knives. Includes clip and holes to 

attach to pocket or belt. 
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tiIttjrBlades 


Replacement Utility Biades 

Model No. 

Product Description 

Weight (lbs.) 

DS56080 

Standard utility blade 5/card 

0.060 

DS56040 

Standard utility blade 100/box 

1.000 

DS56090 

Safety-point utility blade 100/box 

1.000 

DS56050 

Snap utility blade 10/tube 

0.184 

DS56070 

Hook utility blade 5/card 

0.060 

DS56060 

Hook utility blade 100/box 

1.000 




Ahcessory Tools 



Model No. 

Product Description 

Weight (lbs.) 

DA75500 

Magnetic-tip tape measure, 25’ 

0.91 


25-foot magnetic-tip tape measure has 
large magnetic end hook. Fractional grada¬ 
tions are printed on blade for fast and 
accurate measurements. Acrylic-coated 
blade for durability and protection. 
Ergonomic case for comfortable grip. 


DA75500 
MAGNETIC-TIP 
TAPE MEASURE 

































































Request our Klenk Tools Catalog for more information 
about our line of aviation snips. W^manufacture 18 dif¬ 
ferent sizes and styles of aviation snips as well as other 
specialty HVACR tools: 

■ crimpers 

■ pipecutters 

■ notchers 

■ duct knives 

■ duct slicers 

Call1-800-327-5619orvisitwww.klenktools.com. 
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Everhard Products, Inc. 

1016 Ninth Street SW 
Canton, Ohio 44707 USA 

Toll-free: 800-298-2832 
Toll-free fax: 800-225-0984 
e-mail: sales@everhard.com 

www.everhard.com 
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